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Z a tiiahlng a copy «f th* Repay data on tfca tut of 10 f Bl 


Marlboro aaocut Marlboro uokara and lawtg a aroaa ooetlcn of filter 
aaokor* and of tbo toot of IfiZ 81 FUilip Korrla none Philip Harris 
taokar*. Tbo oooqploto data oa the 1 0% Philip Horrla toot aumg a era** 
■action of tmfllterad a a okar a has already boon released as have all the 
reports ob the $% level toots. 


if* 


• I n also attaching tec fairly detailed analyses by Mr. Orgy, 
«ne of the IDS Philip Morris test and the other In rersrd to the IDS 
Marlboro test* 


I think the testing pro gr a n to date can be smsrised nor* or 
less as fbllovst 



* • 1; At the *>< level the BL cigarettes appeared to be abort 
as acceptable as the cigarettes not containing fit* Vhilt the 
preferences sere abort equal, there wer* faint suggestions of 
-sobs differences* The smokers thought that the BL cigarettes 
beamed e little faster than the control cigarettes* If anything, 
the BL cigarettes were a little slider than the control cigarettes, 
and perhaps there vas a little difference In aftertaste. 


' t# At the 109f Itrel the BL cigarettes lost to the control 
-cigarettes by a margin that vas small from a statistical point 
^ Ties brt still large enough to give tee eases fer 


la the Philip Morris cigarettes the negatives abort the IDS BL 
Sh or ed tsp in the area of "less cool* and Mess mooth** In 
the Marlboro clgarsttes the principal negatives abort the IDS 
BL ware in regard to aftertaste* Again there sas a Ysry slight 
Indication that on balaz»s the BL cigarsttes tm r n e d a little 
bit faster* 


3* The IDS BL cigarettes appeared to stoke stronger (ears 
irritation, not mart flavor) than the 5S BL cigarettes* This is 
a little bit of a paradox. Since the addition of $t BL m4o the 
cigarettes, if anything, a little smoother, one wold aspect the 
addition of IDS BL would exagrerate this tendency rather then 
rev erse it. It nay be that ve are Just reaching too hard 1 to prt 
e label on Tory smell differences that vers only dinly perceived 
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by tbs took era. On the other hand, I suppose it is possible that 
there was seas unintended difference in the pilot plant BL as it 
teas Bade for the 10 % cigarettes as coopered vlth the way It «as 
Bade for the $% cigarettes# 










